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Cromemco Software Update Service Note CDOS-~-2 


Date: July 15, 1982 

Product:_DOS-L_ and DOS-S 

Version.Release: 02.53 

Date production of this version began: July 15, 1982 on 8" 


First serial number with this version: D 4 g" 


[Note: Earlier serial numbers may 
also contain this version. All 
Cromemco Finished Goods stock was 
recopied on the above dates.] 


Description of enhancements, corrections, and known 
problems: 


This report lists the differences between CDOS 02.53 and CDOS 


02.52. 


CORRECTIONS TO VERSION 2.52 


System calls 11 and 12 now return all directory entries even 
if the entries are deleted if there is a 2? (3F) in the first 
byte of the FCB. 


System calls 1l and 12 now return a number between 0 and 3 in 
the A register which represents the directory entry in the 


disk buffer. A -l (FF) is returned in the A register when a 
directory entry can not be found. 


KNOWN PROBLEMS 


None 


